AMENDMENT NO. 2 JANUARY 2013 
TO 
IS 14184 : 1994 PESTICIDE — CARTAP 
HYDROCHLORIDE G — SPECIFICATION 


(Page 1, clause 3.2.2.1) — Substitute the following for the existing: 


“3.2.2.1 The ratio of lower to upper sieve sizes declared under 3.2.2 shall not 
exceed 1 : 3.’ 


(FAD 1) 
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